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The term " manufacturer/7 as used in F. I. D. 76 and In the
present decision, applies to a person or company responsible for
the purification of the crude or raw dye for the purpose of
placing it in a condition fit for use in foods and foodstuffs;
or to the accredited selling agent in the United States of such
person or company. Such accredited agent must file, on
behalf of his foreign principal, if the latter does not file it,
a manufacturer's certificate, and it will be considered that the
responsibility for such certificate will rest upon the accredited
agent and not upon the foreign principal.
For each permitted dye two certificates must be filed by
the manufacturer, the first to be known as the " Foundation
certificate/7 the second known as the " Manufacturer's certifi-
cate." It is suggested that the foundation certificate be in
the following form:
FOUNDATION  CERTIFICATE
I,................, the undersigned, residing at...............
(Street address.)
in' the city of..............., county of..............., State of..
.................., hereby certify under oath that I have personally
examined and tested for.............., of.............., county
(Pull name of concern.)                (City.)
of................, State of................, the material known as
................, which corresponds to the coloring matter num-
bered ......in A. G. Green's Edition (1904) of the Schultz-Julius
"Systematic Survey of the Organic Coloring Matters/' and of which
a one (1) pound sample marked ...... is herewith submitted.   I
have found the said material to consist of that coloring matter only,
to be free from harmful constituents, and not to contain any con-
tamination due to imperfect or incomplete manufacture.
(Here insert a complete statement of all the tests applied to determine:
A.  Identity.
B.  Absence of
a.  Mineral or metallic poisons.
b.  Harmful organic constituents.
c.  Contamination due to improper or incomplete manufacture.
Special attention should be given to setting forth fully the quantities or
volume of each material and reagent employed, its strength or concentra-
tion, temperature, duration of treatment, limits of delicacy of tests employed,
and any other information that is necessary to enable others to repeat